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DGP-HMA-BMP May 1, 2019 

Ms. April Cummings, Division Director, FIM 
Department of Homeland Security 
FEMA Region III 

One Independence Mall, 615 Chestnut Street, 6th Floor 
Philadelphia, PA 19106 
Attention: Ms. Cristina Trott 


RE: State EOC Hardening Retrofit 

Project Number, FEMA-4273-DR-WV-0053 

Dear Ms. Cummings: 

Unfortunately, I must report that the project titled “State EOC Hardening Retrofit” 
HMGP project number FEMA-4273-DR-WV-0053 is being withdrawn. 

The above-mentioned project cannot be accomplished in accordance with the 
applicant’s stated goals and FEMA's Categorical Exclusion Report. 

The state has completed the closeout documentation and included said 
documents in the state’s files. We request that you close this project. Please feel free to 
contact Kelli Batch, SHMO, at (304) 957-2572 should you have any questions or need 
additional information. 


Sincerely, 

Michael Todorovich 

Governor’s Authorized Representative 



